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copy of 


6 


26 March 1^63 


Gentlemen* 

The United. States Gov e r nm ent intends to enter into s firm 
fixed price contract with your company for the conducting of a 
feasibility study and compilation of data for a Ground 'Data 
Reduction Subsystem. The work shall be aooompliahed in compliance 
with the requirements as aet forth in the Government* a letter 
dated 26 March 1963 and "Exhibit A" thereto entitled "Statement of 
Work". 

Contract Humber FH- 78 IO ia assigned to this intended contract 
and it is contemplated that the aforesaid work shall be accomplished 
at a firm fixed price of These requirements Shall be 

completed no later than 30 April 1963. The contractor la authorised 
to proceed with this work as of 26 March 1963* 

The contractor shall sgrse to ooraply with the attached certifi- 
cate by- executing two copies thereof and returning same to the 
Contracting Officer. 


Very truly yours > 

1 Atch 

ft A Contracting Officer 
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CERTIFICATE 


hereinafter referred to as the 
Contractor, does hereby agree and certify to utilize data 
received from the Government on Ground Data Reduction Subsystems 
only for the purpose of compiling the technical description data 
required by the Government's letter dated 26 March 1963. 

If, in the opinion of the Contracting Officer, the 
Contractor uses said data for the purpose of obtaining an 
advantageous position when entering into a competitive negoti- 
ation with any Government Agency for similar equipment, it is 
understood that the Contractor will be disqualified from 
participating for a contract. 


' (Name of Officer/ 

Vice-President 

(Title) 

9 April 1963 

(DATE) 


STAT 


STAT 
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